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SyncMaster 4 

17" Color Monitor - Model CSA7571 



Compatible with both Apple® Mac II® and IBM® sys¬ 
tems, the 17" SyncMaster 4 multi-scan color monitor 
is ideal for business graphics, desktop publishing, 
various text-based applications, and an array of 
presentation graphics like Windows® GEM® and 
Presentation Manager®. 

Super-VGA 1,024 x 768 resolution, unlimited color 
display and tight ,31mm dot pitch keeps everything 
from graphics to text bold, bright and super clear. 

A black, 17" non-glare screen reduces fatigue and 
enhances readability. 

Convenient up-front controls and tilt-swivel base 
allow easy viewing adjustment. 

Compatible with all popular video standards 

including VGA, EGA, CGA, Hercules, MDA, PGA and 
Apple Mac II with digital/TTL and analog signal 
input. 



















Specifications 


SyncMaster 4 


CRT 

17" screen with 90-degree deflection; non-glare screen, color display, 
,31mm dot pitch 

Resolution 

Mode 1: 1,024 dots x 768 lines 

Mode 2:800 dots x 600 lines 

Mode 3: 640 dots x 480 lines 

Display Format 

Display Colors 

Compatibility 

Scan Frequency 

80 columns x25 rows (2,000 characters) 

TTL input, 8/16/64 colors; analog input, unlimited colors 

Super-VGA, VGA, EGA, CGA, HGC, MDA, PGA 

Horizontal: 20-50KHz 

Vertical: 50-90Hz 

Signal Input 

Video Bandwidth 

RGB Analog, RGB TTL; switch selectable 

50MHz 

Front Controls 

Power, H-position, V-position, H-size, V-size, contrast, brightness, 
pincushion, degaussing switch 

Rear Controls 

TTL/Analog switch, text switch, D-Sub input, input level switch 

Power Input 

Power Consumption 

Stand 

120VAC,60Hz 

120 Watts 

Tilt and swivel base 

Dimensions (With Stand) 
(WxHxD) 

Weight (With Stand) 

12 Month Limited Warranty 

16.46"x 17.36" x 17.60" 

(418mm x 441 mm x 447mm) 

49.5 lbs. (22.5 kg.) 
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Samsung Information Systems America, Inc. 
3655 North First Street 

San Jose, CA 95134 

Telephone: (800) 446-0262 

Fax: (408) 434-5653 

<91990 Samsung Information Systems America, Inc. 

In order to assure our customers of the best possible 
product, Samsung reserves the right to change, improve or 
enhance these specifications without prior notice. 

SyncMaster is a registered Trademark of Samsung Electronics 
Co., Ltd. Other computer and software names identified by ® 
or are registered trademarks of their respective 
manufacturers. CAD graphic created with DesignCAD 3-D. 

This device complies with FCC Class B. 

Printed in the USA PT 079010M 
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